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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 



^^Eti^^tt^n i im^VN^ ^^Ts^^ii ra^g^^uiKS a raaa^ 



IS 4670 (1993) : Legal metrology 
Weights and Measures] 




Jawaharlal Nehru 
'Step Out From the Old to the New' 



Liquor measures [PGD 26: 



■K^y / 1 juaaaws^fea rs^^TTF^ 



2*S< W I *>S*V2^NK^ 



^frcvvv^ 



Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



?TR TJ^ ^TT teMHI | ^t ^Wt ^m\ ^f ^TT ^T^?TT \' 

Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 




.^^_ 



• 




BLANK PAGE 



*rt*2V^ 





PROTECTED BY COPYRIGHT 



IS 4670: 1993 
rv ( Reaffirmed 2003 ) 

( T^T 3TTT^T ) 

Indian Standard 

LEGAL METROLOGY — LIQUOR MEASURES - 

SPECIFICATION 

( First Revision ) 



UDC 3891: 663-5 



© BIS 1993 

BUREAU OF INDIAN STANDARDS 

MANAK BHAVAN, 9 BAHADUR SHAH ZAFAR MARG 
NEW DELHI 110002 

November 1993 Price Group 1 



IS 4670 : 1993 



Indian Standard 



LEGAL METROLOGY — LIQUOR MEASURES - 

SPECIFICATION 

( First Revision ) 



1 SCOPE 

1.1 This standard prescribes the requirements 
for liquor measures of two types. 

2 REFERENCES 

2,1 The following Indian Standards are; neces- 
sary adjuncts to this standard: 

IS No. Title 

Cold rolled brass sheet, strip 
and foil ( third revision ) 

Stainless steel sheets and coil 
(first revision) 



■410 : 1977 
5522 : 1992 

3 TYPES 

3.1 Liquor measures shall be of the following 
two types: 

a) Hand operated, and 

b) Automatic. 

4 DENOMINATION 

4.1 The denominations of the two types of 
liquor measures shall be as given below: 



Hand operated 
Automatic 

5 MATERIAL 



100 ml, 60 ml and 30 ml 
30 ml 



5.1 The body of the liquor measures shall be 
made from brass sheet, or stainless steel sheet. 
The brass sheet may preferably conform to 
designation CuZn 30 condition 'O' of IS 410 : 
1977 and stainless steel to IS 5522 : 1992 
respectively. 

6 SHAPES AND DIMENSIONS 

6.1 The shapes and nominal dimensions of hand 
operated liquor measures and automatic liquor 
measures shall be as given in Fig. 1, 2 and 3, 
respectively. 



7 MANUFACTURE 

7.1 Liquor measures made of brass sheets shall 
be well tinned or silver plated uniformly all 
over the inside as well as the outside surface. 

7.2 Hand operated liquor measures shall be 
well formed. Measures of 60 ml and 30 ml 
capacity may be joined together with a common 
stem by brazing. 

7.3 The measures shall be free from any surface 
defects and indentations and shall be smoothly 
finished. 

7.4 Automatic liquor measure shall be capable 
of delivering 30 ml of liquor when tilted at an 
angle of 120° from the vertical. 

7.5 Hand operated liquor measures shall have 
a knurled edge. 

8 PERMISSIBLE ERRORS 

8.1 The maximum permissible errors shall be as 
given below: 

Denomination Permissible Errors 



100 ml 
60 ml 
30 ml 

9 MARKING 



± 3 ml 
± 2 ml 

± 1 ml 



9.1 Every liquor measure shall have the denomi- 
nation and source of manufacture or trade-mark 
legibly and indelibly stamped on it. 

9.2 The denomination shall consist of inter- 
national form of Indian numerals and the 
abbreviations 'ml' and 'ftraP to indicate milli- 
litre. The size of numerals sJhall be twice the 
size of the letters indicating the manufacturer's 
name or trade-mark. 



NOTE — The abbreviation 
in the regional script. 



firsft' may be indicated 
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All dimensions in millimetres. 

Fig. 1 Shape and Nominal Dimensions of Liquor Measures 100 ml, 60 ml, and 30 ml Capacity 
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All dimensions in millimetres. 
Fig. 2 Shape and Nominal 

BlMENSlONS OF COMBINED LlQUOR 

Measure 60 ml and 30 ml Capacity 



^Sj// 23 




AH dimensions in millimetres. 

Fig. 3 Shape and Nominal 

Dimensions of Automatic Liquor 

Measure 30 ml Capacity 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules ^nd Regulations made thereunder. The Standard Mark 
on products covered by an Indian Standard conveys the assurance that they have been 
produced to comply with the requirements of that standard under a well defined system 
of inspection, testing and quality control which is devised and supervised by BIS and 
operated by the producer. Standard marked products are also continuously checked by 
BIS for conformity to that standard as a further safeguard. Details of conditions under 
which a licence for the use of the Standard Mark may be granted to manufacturers or 
produceres may be obtained from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced 
in any form without the prior permission in writing of BIS. This does not preclude the free use, 
in the course of implementing the standard, of necessary details, such as symbols and sizes, type 
or grade designations. Enquiries relating to copyright be addressed to the Director 
( Publications ), BIS 

Rerision of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards 
are also reviewed periodically; a standard along with amendments is reaffirmed when such review 
indicates that no changes are needed; if the review indicates that changes are needed, it is taken 
up for revision. Users of Indian Standards should ascertain that they are in possession of the 
latest amendments or edition by referring to the latest issue of 'BIS Handbook' and 'Standards 
Monthly Additions'. Comments on this Indian Standard may be sent to BIS giving the following 
reference: 

Doc : No. LM 06 ( 0038 ) 

Amendments Issued Since Publication 
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